Delcour, Tiffany 

Thu, 27 Sep 2018 17:55:41 +0000 

To: Robertson, Sue 

RE: Water Filter Proposal 


I'm talking with multiple lawyers about it and using their guidance. Happy to talk about it off line. 


From: Robertson, Sue 

Sent: Thursday, September 27, 2018 12:32 PM 
To: Delcour, Tiffany <Tiffany_Delcour@opsb.us> 

Subject: RE: Water Filter Proposal 

I understand that the antimicrobial filter is the problem with the flow rate, but since we specifically asked for that 
feature in the RFP, won’t we have a problem with removing it? Since we had so many protests and questions about 
the bid award, I am concerned. 

Sue 

From: Delcour, Tiffany 

Sent: Thursday, September 27, 2018 12:22 PM 
To: Jim Larson < larsonj@ecowater.com > 

Cc: Robertson, Sue < Sue Robertson@ o psb.us >: Seling, Eric < Eric Selin g@o psb.us > 

Subject: Water Filter Proposal 

Jim, 

When do you think it you guys would have a proposal ready for a lead only filtration system with minimal 
pressure/flow rate impacts? Also I think I would like to take you up on the option to have you come down for a 
visit. It might be helpful for you to see the issues we are dealing with as we think through a final solution. 
When do you think you could come? 

Tiffany Delcour 

Executive Director of Facilities 

Orleans Parish School Board 

3520 General DeGaulle Drive 
New Orleans, Louisiana 70114 
o: 504-359-4325 m: 504-941-1852 

tdelcour@ o psb.us 










